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Set Fever 

Not Stated 

Robby D 

Toni Brooks 

Not Applicable 

Not Applicable 

Video Recording VHS/PAL 

USA 

English 


Components of film originally examined: 

Feature: Set Fever 

Trailers: Safe Sex Notice 

Video Wholesalers Notice 

Copyright Warning Notice 

Black Nurses Of The ICU #8 

Venom 4 

The Ass Collector 

I Dream Of Jenna 

Slick II Trained And Drained 


Running Time: 

75.06 

Running Time: 

1.02 


0.59 


0.12 


1.42 


2.47 


3.04 


3.19 


1.38 


Total Running Time: 89.49 


Excision/Alteration: No Excisions Recommended. 


Reason(s) for Excision: 

Not Applicable. 


... Please turn over 
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Classification Decision: 


Objectionable except if the availability of the publication is restricted to persons who 
have attained the age of 18 years. 

Display Conditions: 

Nil. 

Descriptive Note: 

Contains explicit sex scenes. 


Direction to issue a label has been given on: 25 June 2003 


SUMMARY OF THE REASONS FOR DECISION: 
Not Applicable. 
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